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Chapter 1 by CODY ANDERSON 
| was so cold that winter day my fingers where ice. Then they stated to throb very hardly and 
then they got so hard and then got longer and longer untill my gloves exploted. 


Chapter 2 by CODY ANDERSON (fF 
my finger then fell off into the cold dirt and then my legs started to do the same thing. 


Write a draft for chapter 3 of 8 


@ You need to login before writing - click here 


Continue the story 


\ 


()Flagasmature (Jreceive feedback 


See more of Story Wars 


Roseiia or Create new account 


https://www.storywars.net/stories/3477 1/2 





04/08/2020 


https://www.storywars.net/stories/3477 


I'm done 


About Rooms _ Feedback E} wy 


See more of Story Wars 


Roseiia or Gigcelncualava-eeelelale 





2/2 


